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29 July 1967 


MEliOKAKDUli FOR: Deputy Director tor Science and Technology 


OXCART niseion BX6711 departed Kadena at 0215Z. 
However, the Mission was recalled due to poor weather in 
the target area. Revised weather conditions disclosed by 
Satellite photography. Aircrait recovered at Kadena 
without incident. 
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